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066275 

P 262233Z FEB 75 

EM SECSTATE WASHDC 

TO AMEMBASSY ABU DHABI PRIORITY 

CONEIDENTIAL STATE 043744 

E.O. 1 1652: GDS 
TAGS: BEXP, TC 

SUBJECT: PERFORMANCE OE GE TURBINES 

REF: ABU DHABI 0421 AND 0424 

1 . WE DISCUSSED PROBLEM WITH HOYT STEELE WHO ADVISED THAT EOLLOWING 
THROUGH STUDY OE PROBLEM HE WOULD NOW ASSURE COMPLETION OE TWO 
UNITS WITHIN TWO WEEKS AND MAKE A THIRD UNIT OPERABLE IN LESS THAN 
TWO WEEKS. STEELE PROMISED CABLE EMBASSY ROMORROW LULL EXPLANATION 
AND COMMITMENT AND WILL SEND US A COPY OF HIS CABLE. 

2. IN VIEW THIS ASSURANCE WE HAVE DEEERRED APPROACHING GE AT HIGHER 
CORPORATE LEVEL PENDING EMBASSY EVALUATION OF STEELE COMMITMENT. 
KISSINGER 
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